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In its advice on funding, the Panel draws attention also
to the general recommendations made in Global Earthquake
Monitoring (1977).  This earlier report, after dealing with
the budget requirements for an improved worldwide standard-
ized seismograph network, turned its attention to the need
to update the instrumentation and data analysis of the
basic U.S. observatory system.  It concluded "that mecha-
nisms be established in the federal government to ensure
sufficient and appropriate funding, within the USGS, for
the operation and timely upgrading of those most basic
facilities and services, and within NOAA-EDIS for the seis-
mogram and digital data organization distribution and ser-
vices." The present Panel also agrees with the 1977 report
in the recognition that a number, of government agencies
have basic responsibilities in this upgrading program.
Specifically, based on the past interest and support (Ap-
pendix E), perhaps some of the capital cost of NDSN might
be expected from the National Science Foundation (both for
geophysical research and applied needs).  Significant sup-
port might also be expected from the Department of Energy,
the Department of Defense, the Nuclear Regulatory Commis-
sion, and the U.S. Bureau of Reclamation.

Finally, it would be noticed that the funding for the
ocean-bottom seismograph stations, as elements of NDSN, are
not included in the above estimates.  The most recent evi-
dence is that the cost to build and install each of the
ocean-bottom observatories (Recommendation 3) would be
approximately $120,000.  The operating cost would depend
on the mode of data transmission or the method of recording
that is utilized.  Similarly, the maintenance would depend
primarily on the cost of service vessels.